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Pilot study on the early shear strength of porcelain-dentin bond 
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ment and accelerated casting method (Schilling et al) 
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phate-bonded investment (Takahashi et al). 1999;81:386-91 


Simple method for creating a casting orientation mark on ringless 
investment molds (Keith and Martin). 1999;81:243-4 (Tips) 
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Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
Comparison of the accuracy of working casts made by the direct 
and transfer coping procedures (Azizogli et al). 1999;81:392-8 
Cytotoxicity of dental casting alloys pretreated with biologic solu 
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An in vitro study of the fracture resistance and the incidence of 
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ment and accelerated casting method (Schilling et al). 1999; 
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Survival of Dicor glass-ceramic dental restorations over 14 years. 
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Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Effect of fluorosis on shear bond strength of glass ionomer-based 
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Effect of surface contamination on adhesive bonding of cast pure 
titanium and Ti-6Al-4V alloy (Watanabe et al). 1999;81:270-6 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Mechanical properties of dental luting cements (Li and White). 
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with the use of four temporary cements (Lepe et al). 1999; 
81:469-75 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) (1999;81 
469-75). 1999:81:728 (Correction) 
Storage stability of dental luting agents (Hondrum). 1999;81 
464-8 
Survival of Dicor glass-ceramic dental restorations over 14 years 
part I. Survival of Dicor complete coverage restorations and 
effect of internal surface acid etching, tooth position, gender, 
and age (Malament and Socransky). 1999;81:23-32 
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Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999;81:668-77 
Centric relation 
[he anterior acrylic resin platform and centric relation verifica 
tion: a clinical report (Solow). 1999;81:255-7 
Association between the accuracy of intermaxillary relations and 
complete denture usage (Fenlon et al). 1999;81:520-5 
Ceramics 


Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sjégren et al). 1999;81:277-84 
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Clinically relevant approach to failure testing of all-ceramic 
restorations (Kelly). 1999;81:652-61 
Crack propensity of porcelain laminate veneers: a simulated oper 
atory evaluation (Magne et al). 1999;81:327-34 
Effect of glaze thickness on the fracture toughness and hardness of 
alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 
Effect of luting composite shrinkage and thermal loads on the 
stress distribution in porcelain laminate veneers (Magne et al). 
1999:81:335-44 
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enamel and dentin (Koczorowski and Wloch). 1999:81:453-9 
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New all-ceramic indirect post-and-core system (Hochman and 
Zalkind). 1999;81:625-9 
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Comparison of chin and jaw movements during gum chewing 
(Gerstner and Fehrman). 1999;81:179-85 
Child 
Presurgical confirmation of craniofacial implant locations in chil 
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1999:81:492-5 
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sia patient: a clinical report (NaBadalung). 1999;81:499-502 
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(Gerstner and Fehrman). 1999;81:179-85 
Clinical protocols 
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tories in dental implants (Almog and Sanchez). 1999;81:562-7 
Clinical sciences 
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Color 
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1999:81:418-22 
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1999:81:423-30 
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Compliant Keeper system 
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protective damping function for implants: part II (Mensor et 
al). 1999;81:404-10 
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Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
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ic composite materials and silver-palladium-copper-gold alloy 
Matsumura et al). 1999;81:710-4 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 
Mechanical properties of dental luting cements (Li and White) 
1999:81:597-609 
Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999;81:668-77 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al). 1999;81 
469-75 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) (1999;81 
469-75). 1999:81:728 (Correction) 
Computers 
Modeling of jaw biomechanics in the reconstructed mandibulec 
tomy patient (Curtis et al). 1999;81:167-73 
Conditioners; see Tissue conditioning 
Conformer prosthesis 
Treatment of nasopharyngeal stenosis with a conformer prosthe 
sis: a clinical report (Schaefer and Taylor). 1999;81:507-9 
Connectors 
Photoelastic stress analysis of load transfer to implants and natur 
al teeth comparing rigid and semirigid connectors (Nishimura 
et al). 1999;81:696-703 
Stiffness of different designs and cross-sections of maxillary and 
mandibular major connectors of removable partial dentures 
Ben-Ur et al). 1999;81:526-32 
Contamination 
Disinfection of denture base acrylic resin (Lin et al). 1999;81:202-6 
Effect of surface contamination on adhesive bonding of cast pure 
titanium and Ti-6Al-4V alloy (Watanabe et al). 1999;81:270-6 
Coping attachments 
Comparison of the accuracy of working casts made by the direct 
and transfer coping procedures (Azizogli et al). 1999;81:392-8 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part IT (Mensor et 
al). 1999;81:404-10 
Use of a flexible cast for fabrication of multiple post-coping over 
denture restorations (Boberick and Wyke). 1999;81:365-8 
Copper 
Effect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
Matsumura et al). 1999;81:710-4 
Use of loose fitting copper bands over extremely mobile teeth 
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Correction 
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Correspondence 
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Counter-torque device 
lhe effect of the use of a counter-torque device on the abutment 
implant complex (Lang et al). 1999;81:411-7 
Craniomandibular disorders 
Comparison of clinical profiles and treatment outcomes of an 
elderly and a younger temporomandibular patient group (De 
Boever et al). 1999;81:312-7 
Eagle’s syndrome associated with temporomandibular disorder: a 
clinical report (Rizzatti-Barbosa et al). 1999;81:649-51 
The influence of mandibular movements on joint sounds in 
patients with temporomandibular disorders (Leader et al) 
1999:81:186-95 
Position paper regarding diagnosis, management, and treatment 
of temporomandibular disorders (Dawson). 1999;81:174-8 
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Crowns 
Aid for preventing aspiration/ingestion of single crowns (Wilcox 
and Wilwerding). 1999;81:370-1 (Tips) 
Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sj6gren et al). 1999;81:277-84 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 
Intracrown ring for crown and fixed partial denture abutments 
(Jonjic et al). 1999;81:218-23 
Marginal gap of crowns made with a phosphate-bonded invest 
ment and accelerated casting method (Schilling et al 
1999:81:129-34 
New telescopic crown design for removable partial dentures 
(Minagi et al). 1999;81:684-8 
Provisionalization for a single cementable dental implant restora 
tion (Kaiser and Jones). 1999:81:729-30 
Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999:81:668-77 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al). 1999;81 
469-75 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) (1999;81 
469-75). 1999:81:728 (Correction) 
Cuspid; see Canine tooth 
Cytotoxicity 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
Cytotoxicity of dental casting alloys pretreated with biologic solu 
tions (Nelson et al). 1999:81:591-6 


D 
Damping 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999;81:404-10 
Decision making 
Determinants of dentists’ decisions to initiate dental implant 
treatment: a judgment analysis (Koele and Hoogstraten) 
1999:81:476-830 
Dental arch 
Stiffness of different designs and cross-sections of maxillary and 
mandibular major connectors of removable partial dentures 
(Ben-Ur et al). 1999;81:526-32 
Dental bonding; see Bonding 
Dental casting technique; see Casting technique 
Dental cavity preparation; see Cavity preparation 
Dental cements; see Cements 
Dental implants; see Implants 
Dental instruments; see Instruments 
Dental restoration, permanent; see Restoration, permanent 
Dental restoration, temporary; see Restoration, temporary 
Dental stone; see Calcium sulfate 
Dental stress analysis; see Stress analysis 
Dental technology; see Technology 
Dental veneers; see Veneers 
Dentin 
Effect of fluorosis on shear bond strength of glass ionomer-based 
restorative materials to dentin (Awliya and Akpata) 
1999;81:290-4 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453-9 


Pilot study on the early shear strength of porcelain-dentin bond 


ing using dual-cure cements (Braga et al). 1999;81:285-9 
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Dentinogenesis imperfecta 
Occlusal rehabilitation of a patient with dentinogenesis imperfec 
ta: a clinical report (Henke et al). 1999;81:503-6 
Dentition 
In vitro investigation of the wear of human enamel by dental 
porcelain (Metzler et al). 1999;81:356-64 
Dentures 
Effect of processing method on the dimensional accuracy and 
water sorption of acrylic resin dentures (Wong et al). 1999;81 
300-4 
Denture, complete 
Association between the accuracy of intermaxillary relations and 
complete denture usage (Fenlon et al). 1999;81:520-5 
Can dental prostheses influence vocal parameters? (Seifert et al) 
1999:81:579-85 
Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999;81 
704-9 
Indexing procedures for converting removable partial dentures 
after extractions while the patient retains the prosthesis (Liva 
ditis). 1999;81:485-91 
Intraoral technique to adapt a bar and clip in an implant-retained, 
tissue-supported complete denture (Azarmehr and Bolbolan) 
1999:8 1:644-6 (Tips) 
Method for enhancing retention in complete denture bases 
(Kikuchi et al). 1999;81:399-403 
A simple method of adding palatal rugae to a complete denture 
(Gitto et al). 1999;81:237-9 
Survey of prosthodontic impression procedures for complete den 
tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999;81:295-9 
Use of loose fitting copper bands over extremely mobile teeth 
while making impressions for immediate dentures (Soni) 
1999-81:638-9 Tips) 
Denture, overlay 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999;81:404-10 
Overdenture retention of four resilient liners over an implant bar 
(Kiat-Amnuay et al). 1999:81:568-73 
Use of a flexible cast for fabrication of multiple post-coping over 
denture restorations (Boberick and Wyke). 1999;81:365-8 
Denture, partial, fixed 
Correction of tooth preparation in the laboratory and transfer to 
the mouth (Kaiser and Jones). 1999;81:640-1 (Tips) 
Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999-:81:453-9 
Finite element stress analysis on the effect of splinting in fixed 
partial dentures (Yang et al). 1999;81:721-8 
Intracrown ring for crown and fixed partial denture abutments 
Jonjic et al). 1999;81:218-23 
Ischemic osteonecrosis under fixed partial denture pontics: radi 
ographic and microscopic features in 38 patients with chronic 
pain (Bouquot and LaMarche). 1999;81:148-58 
Marginal gap of crowns made with a phosphate-bonded invest 
ment and accelerated casting method (Schilling et al) 
1999:81:129-34 


Modified fixed partial dentures for orthognathic surgery patients 
(Walter and Eckelt). 1999;81:731 (Tips) 
Tissue sculpturing: an alternative method for improving esthetics 
of anterior fixed prosthodontics (Jacques et al). 1999;81:630-3 
Denture, partial, immediate 


Use of loose fitting copper bands over extremely mobile teeth 
while making impressions for immediate dentures (Soni). 
1999:81:638-9 (Tips) 
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Denture, partial, removable 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453-9 
Indexing procedures for converting removable partial dentures 
after extractions while the patient retains the prosthesis (Liva 
ditis). 1999;81:485-91 
New telescopic crown design for removable partial dentures 
(Minagi et al). 1999;81:684-8 
Stiffness of different designs and cross-sections of maxillary and 
mandibular major connectors of removable partial dentures 
(Ben-Ur et al). 1999;81:526-32 
Denture bases 
Color stability of denture base acrylic resins in three food col 
orants (Hersek et al). 1999;81:375-9 
Disinfection of denture base acrylic resin (Lin et al). 1999;81 
202-6 
Effect of five woven fiber reinforcements on the impact and trans 
verse strength of a denture base resin (Uzun et al). 1999;81 
616-20 
Method for enhancing retention in complete denture bases 
(Kikuchi et al). 1999;81:399-403 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999:81:439-43 
Denture liners 
Color stability of heat-polymerized and autopolymerized soft 
denture liners (Anil et al). 1999;81:481-4 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Overdenture retention of four resilient liners over an implant bar 
(Kiat-Amnuay et al). 1999;81:568-73 
Denture repair 
Disinfection of denture base acrylic resin (Lin et al). 1999; 
81:202-6 
Denture retention 
Indexing procedures for converting removable partial dentures 
after extractions while the patient retains the prosthesis (Liva 
ditis). 1999;81:485-91 
Intracrown ring for crown and fixed partial denture abutments 
(Jonjic et al). 1999;81:218-23 
Method for enhancing retention in complete denture bases 
(Kikuchi et al). 1999;81:399-403 
New telescopic crown design for removable partial dentures 
(Minagi et al). 1999;81:684-8 
Overdenture retention of four resilient liners over an implant bar 
(Kiat-Amnuay et al). 1999;81:568-73 
Diagnostic imaging 
Correlation between planned prosthetic and residual bone trajec 
tories in dental implants (Almog and Sanchez). 1999;81:562-7 
Disinfection 
Disinfection of denture base acrylic resin (Lin et al). 1999; 
81:202-6 
Effect of disinfectant agents on dimensional stability of elas 
tomeric impression materials (Adabo et al). 1999;81:621-4 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Dyes 
Color stability and colorant effect on maxillofacial elastomers 
part I: colorant effect on physical properties (Haug et al). 
1999:81:418-22 
Color stability and colorant effect on maxillofacial elastomers. 
part II: weathering effect on physical properties (Haug et al) 
1999-81:423-30 
Color stability and colorant effect on maxillofacial elastomers. part 
III: weathering effect on color (Haug et al). 1999;81:431-8 
Color stability of denture base acrylic resins in three food col- 
orants (Hersek et al). 1999;81:375-9 
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Eagle’s syndrome 
Eagle’s syndrome associated with temporomandibular disorder: a 
clinical report ( Rizzatti-Barbosa et al). 1999:81:649-51 
Ear, prosthesis 
Fabrication and use of a surgical template for placing implants to 
retain an auricular prosthesis (Asher et al). 1999;81:228-33 
Preoperative auricular wax pattern duplication for surgical tem 
plate fabrication (Wang). 1999;81:634-7 
Presurgical confirmation of craniofacial implant locations in chil 
dren requiring implant-retained auricular prosthesis (Wang) 
1999:81:492-5 
Ectodermal dysplasia 
Prosthodontic rehabilitation of an anhidrotic ectodermal dyspla 
sia patient: a clinical report (NaBadalung). 1999;81:499-502 
Education 
Research and education. 1999:81:202-14, 318-64, 453-84, 586 
624, 710-28 
Elasticity 
Mechanical properties of dental luting cements (Li and White) 
1999:81:597-609 
Photoelastic stress analysis of load transfer to implants and natur 
al teeth comparing rigid and semirigid connectors (Nishimura 
et al). 1999;81:696-703 
Elastomers; see Rubber 
Elderly; see Aged 
Enamel 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453-9 
In vitro investigation of the wear of human enamel by dental 
porcelain (Metzler et al). 1999;81:356-64 
Wear of low-fusing dental porcelains (Derand and Vereby 
1999:81:460-3 
Epinephrine 
Clinical trial of gingival retraction cords (Jokstad). 1999;81:258 
61 
Equipment and supplies 
Adapting the ITI torque driver for use with other implant systems 
(Luu and Tamiko). 1999;81:732 (Tips) 
Comparison of the accuracy of working casts made by the direct 
and transfer coping procedures (Azizogli et al). 1999;81:392-8 
Custom adaptation of an occlusal plane analyzer to a semiad 
justable articulator (Toothaker and Graves). 1999;81:240-2 
(Tips) 
The effect of the use of a counter-torque device on the abutment 
implant complex (Lang et al). 1999;81:411-7 
Manual closing torque in five implant abutment systems: an in 
vitro comparative study (Gross et al). 1999;81:574-8 
Modification of the surgical template as a flap retractor in implan 
tation procedures (Artzi and Segal). 1999;81:642-3 (Tips) 
Erythrosine 
Color stability of denture base acrylic resins in three food col 
orants (Hersek et al). 1999:81:375-9 
Esthetics 
Effect of glaze thickness on the fracture toughness and hardness of 
alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 
In vitro investigation of the wear of human enamel by dental 
porcelain (Metzler et al). 1999;81:356-64 
New all-ceramic indirect post-and-core system (Hochman and 
Zalkind). 1999;81:625-9 
Provisionalization for a single cementable dental implant restora 
tion (Kaiser and Jones). 1999;81:729-30 
Tissue sculpturing: an alternative method for improving esthetics 
of anterior fixed prosthodontics (Jacques et al). 1999;81:630-3 


Face 
Ischemic osteonecrosis under fixed partial denture pontics: radi 
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ographic and microscopic features in 38 patients with chronic 
pain (Bouquot and LaMarche). 1999;81:148-58 
Presurgical confirmation of craniofacial implant locations in chil 


dren requiring implant-retained auricular prosthesis (Wang) 
1999:81:492-5 
Failure 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Clinically relevant approach to failure testing of all-ceramic 
restorations (Kelly). 1999;81:652-61 
Female; see Women 
Fluorosis; see Mottled enamel 
Food coloring agents 
Color stability and colorant effect on maxillofacial elastomers 
part I: colorant effect on physical properties (Haug et al) 
1999:81:418-22 
Color stability and colorant effect on maxillofacial elastomers 
part II: weathering effect on physical properties (Haug et al) 
1999:81:423-30 
Color stability and colorant effect on maxillofacial elastomers. 
part III: weathering effect on color (Haug et al). 1999;81: 
431-8 
Color stability of denture base acrylic resins in three food col 
orants (Hersek et al). 1999;81:375-9 
Fractures 
Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sjégren et al). 1999;81:277-84 
Effect of five woven fiber reinforcements on the impact and trans 
verse strength of a denture base resin (Uzun et al) 
1999-81:616-20 
Effect of glaze thickness on the fracture toughness and hardness of 
alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 
Factors affecting retention of post systems: a literature review 
(Stockton). 1999:81:380-5 
In vitro investigation of the wear of human enamel by dental 
porcelain (Metzler et al). 1999;81:356-64 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 
Survival of Dicor glass-ceramic dental restorations over 14 years 
part II: effect of thickness of Dicor material and design of 
tooth preparation (Malament and Socransky). 1999;81:662-7 
Friction 
New telescopic crown design for removable partial dentures 
(Minagi et al). 1999;81:684-8 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999;81:439-43 


G 
Gagging 
Management of a patient’s gag reflex in making an irreversible 
hydrocolloid impression (Hattab et al). 1999;81:369 (Tips) 
Gender; see Sex 
General practice, dental 
Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sjégren et al). 1999;81:277-84 
Survey of prosthodontic impression procedures for complete den 
tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999;81:295-9 
Gingiva 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
Clinical trial of gingival retraction cords (Jokstad). 1999;81:258 
61 
Longitudinal peri-implant clinical responses in anterior mandibles 
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of female patients: a preliminary report (Ow et al). 1999;81] 
689-95 
Che use of a stent-resin—bonded splint combination to stabilize a 
free gingival autograft (Arikan and Turker). 1999;81:215-7 
Glass 
Flexural properties of acrylic resin polymers reinforced with uni 
directional and woven glass fibers (Vallittu). 1999;81:318-26 
Survival of Dicor glass-ceramic dental restorations over 14 years 
part II: effect of thickness of Dicor material and design of 
tooth preparation (Malament and Socransky). 1999;81:662-7 
Glass ionomer cements 
Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Effect of fluorosis on shear bond strength of glass ionomer-based 
restorative materials to dentin (Awliya and Akpata). 1999;81] 
290-4 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142 
Mechanical properties of dental luting cements (Li and White) 
1999:81:597-609 
Microleakage of Class V resin-modified glass ionomer and com 
pomer restorations (Toledano et al). i999;81:610-5 
Survival of Dicor glass-ceramic dental restorations over 14 years 
part I. Survival of Dicor complete coverage restorations and 
effect of internal surface acid etching, tooth position, gender, 
and age (Malament and Socransky). 1999;81:23-32 
Glaze 
Effect of glaze thickness on the fracture toughness and hardness 
of alumina-reinforced porcelain (»aharav et al). 1999;81:515 
9 
Glossary 
Glossary of Prosthodontic Terms. 1999;81:39-110 
Gold alloys 
Effect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
Matsumura et al). 1999;81:710-4 
Great Britain 
Survey of prosthodontic impression procedures for complete den 
tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999;81:295-9 
Guided tissue regeneration 
Long-term clinical outcomes of abutments treated with guided 
tissue regeneration (Cortellini et al). 1999;81:305-11 


H 
Hardness 
Effect of glaze thickness on the fracture toughness and hardness 
of alumina-reinforced porcelain (Baharav et al). 1999;81:515 
9 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453 
Q 
Heat 
Color stability of heat-polymerized and autopolymerized soft 
denture liners (Anil et al). 1999:81:481-4 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Overdenture retention of four resilient liners over an implant bar 
Kiat-Amnuay et al). 1999:81:568-73 
Hydrocolloids 
Effect of adhesive drying time on the bond strength of irre 
versible hydrocolloid to stainless steel (Leung et al). 1999;81 
586-90 
Management of a patient’s gag reflex in making an irreversible 
hydrocolloid impression (Hattab et al). 1999;81:369 (Tips) 


Survey of prosthodontic impression procedures for complete den 
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tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999:81:295-9 


Impact strength 
Effect of five woven fiber reinforcements on the impact and trans 
verse strength of a denture base resin (Uzun et al). 1999; 
81:616-20 
Implantation, endosseous 
Clinical methods for evaluating implant framework fit (Kan et al 
1999:81:7-13 
Fabricating a stable record base for completely edentulous 
patients treated with osseointegrated implants using healing 
abutments (Rungcharasssaeng and Kan). 1999;81:224-7 
Implants 
Adapting the ITI torque driver for use with other implant systems 
Luu and Tamiko). 1999;81:732 (Tips 
Assessment of cold welding properties of the internal conical 
interface of two commercially available implant systems ( Nor 
ton). 1999;81:159-66 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Clinical methods for evaluating implant framework fit ( Kan et al) 
1999:81:7-13 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999:81:404-10 
Correlation between planned prosthetic and residual bone trajec 
tories in dental implants (Almog and Sanchez). 1999;81:562-7 
Determinants of dentists’ decisions to initiate dental implant 
treatment: a judgment analysis (Koele and Hoogstraten) 
1999:81:476-80 
The effect of the use of a counter-torque device on the abutment 
implant complex (Lang et al). 1999;81:411-7 
Fabrication and use of a surgical template for placing implants to 
retain an auricular prosthesis (Asher et al). 1999;81:228-33 
Intraoral technique to adapt a bar and clip in an implant-retained, 
tissue-supported complete denture (Azarmehr and Bolbolan 
1999:81:644-6 (Tips 
Longitudinal peri-implant clinical responses in anterior mandibles 
of female patients: a preliminary report (Ow et al). 1999;8] 
689-95 
Manual closing torque in five implant abutment systems: an in 
vitro comparative study (Gross et al). 1999;81:574-8 
Modification of the surgical template as a flap retractor in implan 
tation procedures (Artzi and Segal). 1999;81:642-3 (Tips 
Preoperative auricular wax pattern duplication for surgical tem 
plate fabrication (Wang). 1999;81:634-7 
Presurgical confirmation of craniofacial implant locations in chil 
dren requiring implant-retained auricular prosthesis (Wang 
1999:81:492-5 
Procedure for obturating the access canal and preventing the 
loosening of the abutment screw in an implant-retained fixed 
prosthesis (von Krammer). 1999;81:234-6 
Provisionalization for a single cementable dental implant restora 
tion (Kaiser and Jones). 1999;81:729-30 
Tensile bond strengths of provisional luting agents used with an 
implant system (Ramp et al). 1999;81:510-4 
Toward an understanding of implant occlusion and strain adap 
tive bone modeling and remodeling (Stanford and Brand) 
1999;81:553-61 
Impression materials 
Effect of disinfectant agents on dimensional stability of elas 
tomeric impression materials (Adabo et al). 1999;81:621-4 
Management of a patient’s gag reflex in making an irreversible 
hydrocolJoid impression (Hattab et al). 1999;81:369 (Tips) 
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Procedure to prevent cast breakage during separation from elas 
tomeric impressions (Galindo and Hagan). 1999;81:37-8 
A simple, expeditious method for placement of thermoplastic 
impression material for speech aid prostheses (Psillakis et al) 
1999:81:247-8 (Tips 
Survey of prosthodontic impression procedures for complete den 
tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999;81:295-9 
Use of loose fitting copper bands over extremely mobile teeth 
while making impressions for immediate dentures (Soni) 
1999:81:638-9 (Tips) 
Impression technique 
Management of a patient’s gag reflex in making an irreversible 
hydrocolloid impression (Hattab et al). 1999;81:369 (Tips) 
Procedure to prevent cast breakage during separation from elas 
tomeric impressions (Galindo and Hagan). 1999;81:37-8 
A simple, expeditious method for placement of thermoplastic 
impression material for speech aid prostheses (Psillakis et al) 
1999:81:247-8 (Tips 
Survey of prosthodontic impression procedures for complete den 
tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999:81:295-9 
Use of loose fitting copper bands over extremely mobile teeth 
while making impressions for immediate dentures (Soni) 
1999:81:638-9 (Tips 
Incisor 
Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sjégren et al). 1999;81:277-84 
Rationalization of incisor shape: experimental numerical analysis 
Magne et al). 1999;81:345-55 
Indexing; see Abstracting and indexing 
Infection control 
Disinfection of denture base acrylic resin (Lin et al). 1999;81 
202-6 
Effect of disinfectant agents on dimensional stability of elas 
tomeric impression materials (Adabo et al). 1999;81:621-4 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Instruments 
Adapting the ITI torque driver for use with other implant systems 
Luu and Tamiko). 1999;81:732 (Tips) 
Custom adaptation of an occlusal plane analyzer to a semiad 
justable articulator (Toothaker and Graves). 1999;81:240-2 
(Tips 
The effect of the use of a counter-torque device on the abutment 
implant complex (Lang et al). 1999;81:411-7 
Manual closing torque in five implant abutment systems: an in 
vitro comparative study (Gross et al). 1999;81:574-8 
Modification of the surgical template as a flap retractor in implan 
tation procedures (Artzi and Segal). 1999;81:642-3 (Tips) 
Irradiation 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Irreversible hydrocolloids; see Hydrocolloids 


Jaw 
Comparison of chin and jaw movements during gum chewing 
Gerstner and Fehrman). 1999;81:179-85 
Modeling of jaw biomechanics in the reconstructed mandibulec 
tomy patient (Curtis et al). 1999;81:167-73 
Trajectories of condylar points during working-side excursive 
movements of the mandible (Peck et al). 1999;81:444-52 
Jaw, edentulous 
Fabricating a stable record base for completely edentulous 
patients treated with osseointegrated implants using healing 
abutments (Rungcharasssaeng and Kan). 1999;81:224-7 
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Modified fixed partial dentures for orthognathic surgery patients 
(Walter and Eckelt). 1999;81:731 (Tips) 
Provisionalization for a single cementable dental implant restora 
tion (Kaiser and Jones). 1999;81:729-30 
Suftness of different designs and cross-sections of maxillary and 
mandibular major connectors of removable partial dentures 
(Ben-Ur et al). 1999;81:526-32 
Jaw relation record 
The anterior acrylic resin platform and centric relation verifica 
tion: a clinical report (Solow). 1999;81:255-7 
Association between the accuracy of intermaxillary relations and 
complete denture usage (Fenlon et al). 1999;81:520-5 
Joint sounds 
[he influence of mandibular movements on joint sounds in 
patients with temporomandibular disorders (Leader et al) 
1999:81:186-95 
Judgment 
Determinants of dentists’ decisions to initiate dental implant 
treatment: a judgment analysis (Koele and Hoogstraten) 
1999:81:476-80 
Judson C. Hickey Scientific Writing Award 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 


K 


Kevloc bonding system; see Bonding 


L 
Laboratories, dental 
Alternative use for polyvinyl acetate in the dental laboratory 
(McCord et al). 1999;81:496 (Tips) 
Clinically relevant approach to failure testing of all-ceramic 
restorations (Kelly). 1999;81:652-61 
Correction of tooth preparation in the laboratory and transfer to 
the mouth (Kaiser and Jones). 1999;81:640-1 (Tips) 
Marginal gap of crowns made with a phosphate-bonded invest 
ment and accelerated casting method (Schilling et al 
1999:81:129-34 
Laminate veneers; see Veneers 
Leakage 
Microleakage of Class V resin-modified glass ionomer and com 
pomer restorations (Toledano et al). 1999;81:610-5 
Letters 
Letters. 1999;81:249-50 
Literature 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Factors affecting retention of post systems: a literature review 
(Stockton ) 1999-8] :380 5 
Loading 
Clinically relevant approach to failure testing of all-ceramic 
restorations (Kelly). 1999;81:652-61 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999;81:404-10 
Photoelastic stress analysis of load transfer to implants and natur 
al teeth comparing rigid and semirigid connectors (Nishimura 
et al). 1999;31:696-703 
Toward an understanding of implant occlusion and strain adap 
tive bone modeling and remodeling (Stanford and Brand) 
1999-81:553-6l 
Lubrication 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999;81:439-43 
Luting agents 


Crack propensity of porcelain laminate veneers: a simulated oper 
atory evaluation (Magne et al). 1999;81:327-34 
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Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 

Effect of luting composite shrinkage and thermal loads on the 
stress distribution in porcelain laminate veneers (Magne et al) 
1999:81:335-44 

Effect of surface contamination on adhesive bonding of cast pure 
titanium and Ti-6AI-4V alloy (Watanabe et al). 1999;81:270-6 

Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 

Mechanical properties of dental luting cements (Li and White) 
1999:81:597-609 

Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999;81:668-77 

Storage stability of dental luting agents (Hondrum). 1999;81 
464-8 

Tensile bond strengths of provisional luting agents used with an 
implant system (Ramp et al). 1999;81:510-4 


M 
Mandible 
Correlation between planned prosthetic and residual bone trajec 
tories in dental implants (Almog and Sanchez). 1999;81:562-7 
Elastic retracted oral appliance to treat sleep apnea in mentally 
impaired patients and patients with neuromuscular disabilities 
(Yoshida). 1999;81:196-201 
Guided versus unguided mandibular movement for duplicating 
intraoral eccentric tooth contacts in the articulator (Celar et 
al). 1999;81:14-22 
The influence of mandibular movements on joint sounds in 
patients with temporomandibular disorders (Leader et al) 
1999:81:186-95 
Longitudinal peri-implant clinical responses in anterior mandibles 
of female patients: a preliminary report (Ow et al). 1999;81] 
689-95 
Modeling of jaw biomechanics in the reconstructed mandibulec 
tomy patient (Curtis et al). 1999;81:167-73 
Stiffness of different designs and cross-sections of maxillary and 
mandibular major connectors of removable partial dentures 
Ben-Ur et al). 1999;81:526-32 
Mandibular condyle 
Trajectories of condylar points during working-side excursive 
movements of the mandible (Peck et al). 1999;81:444-52 
Marginal gap 
Bond strengths of silicoated and acrylic resin bonding systems to 
metal (Vojvodic et al). 1999;81:1-6 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Marginal gap of crowns made with a phosphate-bonded invest 
ment and accelerated casting method (Schilling et al) 
1999:81:129-34 
Mastication 
Comparison of chin and jaw movements during gum chewing 
(Gerstner and Fehrman). 1999-:81:179-85 
Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999;81: 
704-9 
Effect of glaze thickness on the fracture toughness and hardness of 
alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 
Toward an understanding of implant occlusion and strain adap 
tive bone modeling and remodeling (Stanford and Brand) 
1999:81:553-61 
Materials testing 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
Cytotoxicity of dental casting alloys pretreated with biologic solu 
tions (Nelson et al). 1999;81:591-6 
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Maxilla 
Association between the accuracy of intermaxillary relations and 
complete denture usage (Fenlon et al). 1999;81:520-5 
Can dental prostheses influence vocal parameters? (Seifert et al) 
1999:81:579-85 
Stiffness of different designs and cross-sections of maxillary and 
mandibular major connectors of removable partial dentures 
(Ben-Ur et al). 1999;81:526-32 
Maxillofacial prosthesis 
Color stability and colorant effect on maxillofacial elastomers 
part I: colorant effect on physical properties (Haug et al) 
1999:81:418-22 
Color stability and colorant effect on maxillofacial elastomers 
part II: weathering effect on physical properties (Haug et al) 
1999:81:423-30 
Color stability and colorant effect on maxillofacial elastomers 
part III: weathering effect on color (Haug et al). 1999;81 
431-8 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999;81:439-43 
Mental impairment 
Elastic retracted oral appliance to treat sleep apnea in mentally 
impaired patients and patients with neuromuscular disabilities 
(Yoshida). 1999;81:196-201 
Metals 


Effect of tooth surface roughness on marginal seating and reten 


tion of complete metal crowns (Tuntiprawon). 1999;81:142 


Metal ceramic alloys 
Bond strengths of silicoated and acrylic resin bonding systems to 
metal (Vojvodic et al). 1999;81:1-6 
Effect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
(Matsumura et al). 1999;81:710-4 
Functionally generated paths for ceramometal restorations (Cur 
tis). 1999:81:33-6 
Methyl methacrylates 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al). 1999; 
81:469-75 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) (1999;81: 
469-75). 1999:81:728 (Correction) 
Microleakage 
Microleakage of Class V resin-modified glass ionomer and com 
pomer restorations (Toledano et al). 1999;81:610-5 
Microwaves 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 
Molar 
Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sjégren et al). 1999;81:277-84 
Mottled enamel 
Effect of fluorosis on shear bond strength of glass ionomer-based 
restorative materials to dentin (Awliya and Akpata) 
1999:81:290-4 
Mouth, edentulous 
Fabricating a stable record base for completely edentulous 
patients treated with osseointegrated implants using healing 
abutments (Rungcharasssaeng and Kan). 1999;81:224-7 
Provisionalization for a single cementable dental implant restora 
tion (Kaiser and Jones). 1999:81:729-30 
Mouth mucosa 
Longitudinal peri-implant clinical responses in anterior mandibles 
of female patients: a preliminary report (Ow et al). 1999;81: 
689-95 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999:81:439-43 


VOLUME 81 NUMBER 6 





SUBJECT INDEX 


N 
Nasopharyngeal diseases 
lreatment of nasopharyngeal stenosis with a conformer prosthe 
sis: a clinical report (Schaefer and Taylor). 1999;81:507-9 
National Institute of Dental Research 
Position paper regarding diagnosis, management, and treatment 
of temporomandibular disorders (Dawson). 1999;81:174-8 
National Institutes of Health 
Position paper regarding diagnosis, management, and treatment 
of temporomandibular disorders (Dawson). 1999;81:174-8 
Neuromuscular diseases 
Elastic retracted oral appliance to treat sleep apnea in mentally 
impaired patients and patients with neuromuscular disabilities 
(Yoshida). 1999;81:196-201 
News and notes 
News and notes. 1999;81:127-8, 251-4, 372-4, 497-8, 647-8, 
733-4 
Numerical analysis 
Rationalization of incisor shape: experimental numerical analysis 
Magne et al). 1999;81:345-55 


O 
O ring 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999:81:404-10 
Obturators 
Procedure for obturating the access canal and preventing the 
loosening of the abutment screw in an implant-retained fixed 
prosthesis (von Krammer). 1999;81:234-6 
Occlusal force 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453 
9 
Modeling of jaw biomechanics in the reconstructed mandibulec 
tomy patient (Curtis et al). 1999;81:167-73 
Procedure for obturating the access canal and preventing the 
loosening of the abutment screw in an implant-retained fixed 
prosthesis (von Krammer). 1999;81:234-6 
Toward an understanding of implant occlusion and strain adap 
tive bone modeling and remodeling (Stanford and Brand) 
1999:81:553-61 
Occlusal plane analyzer 
Custom adaptation of an occlusal plane analyzer to a semiad 
justable articulator (Toothaker and Graves). 1999;81:240-2 
{ Tips) 
Occlusion 
Can dental prostheses influence vocal parameters? (Seifert et al) 
1999;81:579-85 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999:81:404-10 
Functionally generated paths for ceramometal restorations (Cur 
tis). 1999;81:33-6 
Guided versus unguided mandibular movement for duplicating 
intraoral eccentric tooth contacts in the articulator (Celar et 
al). 1999;81:14-22 
Modified fixed partial dentures for orthognathic surgery patients 
(Walter and Eckelt). 1999;81:731 (Tips) 
Occlusal rehabilitation of a patient with dentinogenesis imperfec 
ta: a clinical report (Henke et al). 1999;81:503-6 
Toward an understanding of implant occlusion and strain adap 
tive bone modeling and remodeling (Stanford and Brand) 
1999;81:553-61 
Orthognathic surgery 
Modified fixed partial dentures for orthognathic surgery patients 
(Walter and Eckelt). 1999;81:731 (Tips) 
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Osseointegration 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Clinical methods for evaluating implant framework fit (Kan et al) 
1999-81:7-13 
Fabricating a stable record base for completely edentulous 
patients treated with osseointegrated implants using healing 
abutments (Rungcharasssaeng and Kan). 1999;81:224-7 
Longitudinal peri-implant clinical responses in anterior mandibles 
of female patients: a preliminary report (Ow et al). 1999;81 
689-95 
Osteonecrosis 


Ischemic osteonecrosis under fixed partial denture pontics: radi 


ographic and microscopic features in 38 patients with chronic 
pain (Bouquot and LaMarche). 1999;81:148-58 
Outcome assessment 

Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 

Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 

Comparison of clinical profiles and treatment outcomes of an 
elderly and a younger temporomandibular patient group (De 
Boever et al). 1999:81:312-7 

Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 

Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999;8] 
704-9 

Long-term clinical outcomes of abutments treated with guided 
tissue regeneration (Cortellini et al). 1999;81:305-11 

Longitudinal peri-implant clinical responses in anterior mandibles 
of female patients: a preliminary report (Ow et al). 1999;81: 
689-95 

Occlusal rehabilitation of a patient with dentinogenesis imperfec 
ta: a clinical report (Henke et al). 1999;81:503-6 

Prosthodontic rehabilitation of an anhidrotic ectodermal dyspla 
sia patient: a clinical report (NaBadalung). 1999;81:499-502 

Survival of Dicor glass-ceramic dental restorations over 14 years 
part II: effect of thickness of Dicor material and design of 
tooth preparation (Malament and Socransky). 1999;81:662-7 

Treatment of nas« pharyngeal stenosis with a conformer pre ysthe 
sis: a clinical report (Schaefer and Taylor). 1999;81:507-9 

Overdenture; see Denture, overlay 


P 
Pain 
Ischemic osteonecrosis under fixed partial denture pontics: radi 
ographic and microscopic features in 38 patients with chronic 
pain (Bouquot and LaMarche). 1999;81:148-58 
Palate 
Can dental prostheses influence vocal parameters? (Seifert et al) 
1999:81:579-85 
A simple method of adding palatal rugae to a complete denture 
(Gitto et al). 1999;81:237-9 
Palladium 
Effect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
(Matsumura et al). 1999;81:710-4 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Patient care planning 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Correlation between planned prosthetic and residual bone trajec 
tories in dental implants (Almog and Sanchez). 1999;81:562-7 
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Periodontal! ligament 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999:81:404-10 
Permanent restoration; see Restoration, permanent 
Pharynx 
Treatment of nasopharyngeal stenosis with a conformer prosthe 


sis: a clinical report (Schaefer and Taylor). 1999;81:507-9 


Phosphates 
Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Marginal gap of crowns made with a phosphate-bonded invest 
ment and accelerated casting method (Schilling et al 
1999:81:129-34 
Mechanical properties of dental luting cements 
1999:81:597-609 
Nonuniform vertical and horizontal setting expansion of a phos 
Takahashi et al). 1999;81:386-91 


Li and White) 


phate-bonded investment 
Photoelasticity 
Photoelastic stress analysis of load transfer to implants and natur 
al teeth comparing rigid and semirigid connectors (Nishimura 
et al). 1999:81:696-703 
Plaque 
Tissue sculpturing: an alternative method for improving esthetics 
1999:81:630-3 


of anterior fixed prosthodontics (Jacques et al 
Plastics 
\ simple, expeditious method for placement of thermoplastic 
impression material for speech aid prostheses (Psillakis et al 
1999:81:247-8 (Tips 
Polycarboxylate cement 
Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Mechanical properties of dental luting cements (Li and White) 
1999-8 1:597-609 
Polyethylenes 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
Sirimai et al). 1999;81:262-9 


and-core systems 
Polymers 
Color stability of heat-polymerized and autopolymerized soft 
1999:81:481-4 
Flexural properties of acrylic resin polymers reinforced with uni 
1999:81:318-26 


denture liners (Anil et al 


directional and woven glass fibers (Vallittu 
Overdenture retention of four resilient liners over an implant bar 
Kiat-Amnuay et al). 1999;81:568-73 
Polymethylmethacrylate; see Methyl methacrylates 
Polyvinyls 
Alternative use for polyvinyl acetate in the dental laboratory 
McCord et al). 1999;81:496 (Tips 
Porcelain 
Crack propensity of porcelain laminate veneers: a simulated oper 
atory evaluation (Magne et al). 1999;81:327-34 
Effect of glaze thickness on the fracture toughness and hardness of 


alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 


Effect of luting composite shrinkage and thermal loads on the 


stress distribution in porcelain laminate veneers (Magne et al) 


1999:81:335-44 

In vitro investigation of 
porcelain (Metzler et al). 1999;81:356-64 

Pilot study on the early shear strength of porcelain-dentin bond 
ing using dual-cure cements (Braga et al). 1999;81:285-9 

Wear of low-fusing dental porcelains (Derand and Vereby) 
1999-81:460-3 

Post and core technique 


Effects of three bonding systems on the torsional resistance of 
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f the wear of human enamel by dental 
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titanium-reinforced composite cores supported by two post 

designs (Cohen et al). 1999;81:678-83 

Factors affecting retention of post systems: a literature review 
(Stockton). 1999:81:380-5 

An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 

New all-ceramic indirect post-and-core system (Hochman and 
Zalkind). 1999;81:625-9 

Use of a flexible cast for fabrication of multiple post-coping over 


denture restorations (Boberick and Wyke). 1999;:81:365-8 


Postoperative care 
Modified fixed partial dentures for orthognathic surgery patients 
Walter and Eckelt). 1999;81:731 (Tips) 
Precision Margin Esthetics transmucosal abutments; see Abutments 
Preoperative care 
Preoperative auricular wax pattern duplication for surgical tem 
plate fabrication (Wang). 1999;81:634-7 
Presurgical confirmation of craniofacial implant locations in chil 
dren requiring implant-retained auricular prosthesis (Wang 
1999:81:492-5 
Prosthesis fitting 
Clinical methods for evaluating implant framework fit (Kan et al) 
1999:81:7-13 
Prosthesis retention 
Effect of tooth surface roughness on marginal seating and reten 
Tuntiprawon). 1999;81:142-7 


Effects of three bonding systems on the torsional resistance of 


tion of complete metal crowns 


titanium-reinforced composite cores supported by two post 

designs (Cohen et al). 1999;81:678-83 

Factors affecting retention of post systems: a literature review 
Stockton). 1999;81:380-5 

Intracrown ring for crown and fixed partial denture abutments 
Jonjic et al). 1999;81:218-23 

New telescopic crown design for removable partial dentures 
(Minagi et al). 1999;81:684-8 

Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999;81:668-77 

Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al). 1999;81 
469-75 

Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) (1999;81: 
469-75). 1999:81:728 (Correction) 

Tensile bond strengths of provisional luting agents used with an 
implant system (Ramp et al). 1999;81:510-4 

Prosthodontic terms 
Glossary of Prosthodontic Terms. 1999;81:39-110 

Pulp cavity 
Procedure for obturating the access canal and preventing the 

loosening of the abutment screw in an implant-retained fixed 


prosthesis (von Krammer). 1999;81:234-6 


R 
Radiography 
Ischemic osteonecrosis under fixed partial denture pontics: radi 
ographic and microscopic features in 38 patients with chronic 
pain (Bouquot and LaMarche). 1999;81:148-58 
Reader’s round table 
Letters. 1999;81:249-50 
Record base 
Fabricating a stable record base for completely edentulous 


patients treated with osseointegrated implants using healing 


abutments (Rungcharasssaeng and Kan). 1999;81:224-7 


Rehabilitation 
Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999;81: 


704-9 
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Occlusal rehabilitation of a patient with dentinogenesis imperfec 
ta: a clinical report (Henke et al). 1999;81:503-6 
Prosthodontic rehabilitation of an anhidrotic ectodermal dyspla 

sia patient: a clinical report (NaBadalung). 1999;81:499-502 

Research and education 
Research and education. 1999-81:202-14, 318-64, 453-84, 586 

624, 710-28 

Resins 

Che anterior acrylic resin platform and centric relation verifica 


1999:81:255-7 


non: a clinical report Solow ) 

Bond strengths of silicoated and acrylic resin bonding systems to 
metal (Vojvodic et al). 1999;81:1-6 

Color stability of denture base acrylic resins in three food col 
orants (Hersek et al). 1999;81:375-9 

Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 

Disinfection of denture base acrylic resin (Lin et al 
202-6 

Effect of five woven fiber reinforcements on the impact and trans 

1999-8] 


l 999-8 l 


verse strength of a denture base resin (Uzun et al 


616-20 


} 


Effect of luti composite shrinkage and thermal loads on the 


stress distribution in porcelain laminate veneers (Magne et al 


1999:81:335-44 
Effect of noble metal conditioners on bonding between prosthet 
materials and silver-palladium-copper-gold alloy 
1999:81:710-4 


Effect of processing method on the dimensional accuracy and 


ic Composite 


Matsumura et al 


water sorption of acrylic resin dentures (Wong et al 
1999-81:300-4 
Effect of surface contamination on adhesive bonding of cast pure 
titanium and Ti-6Al-4V alloy (Watanabe et al). 1999;81:270-6 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Flexural properties of acrylic resin polymers reinforced with uni 
directional and woven glass fibers (Vallittu). 1999;81:318-26 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 
Mechanical properties of dental luting cements (Li and White 
1999:81:597-609 
Microleakage of Class V resin-modified glass ionomer and com 
pomer restorations (Toledano et al). 1999;81:610-5 
Microwave disinfection of denture base materials colonized with 
Candida albicans ( Dixon et al). 1999;81:207-14 
Overdenture retention of four resilient liners over an implant bar 
Kiat-Amnuay et al). 1999;81:568-73 
Preoperative auricular wax pattern duplication 
plate fabrication (Wang). 1999;81:634-7 
Retention of adhesive cement on the tooth surface after crown 
1999:81:668 


for surgical tem 


cementation (Mitchell et al 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al). 1999; 
81:469-75 
Che use of a stent-resin—bonded splint combination to stabilize a 
free gingival autograft (Arikan and Turker). 1999;81:215-7 
Wettability of silicone rubber maxillofacial prosthetic materials 
Waters et al). 1999;81:439-43 
Restoration, permanent 
Clinically relevant approach to failure testing of all-ceramic 
restorations (Kelly). 1999:81:652-6] 
Microleakage of Ciass V resin-modified glass ionomer and com 
pomer restorations (Toledano et al). 1999;81:610-5 
Survival of Dicor glass-ceramic dental restorations over 14 years 
part II: effect of thickness of Dicor material and design of 
tooth preparation (Malament and Socransky). 1999;81:662 
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Restoration, temporary 
Modified fixed partial dentures for orthognathic surgery patients 
Walter and Eckelt). 1999;81:731 (Tips) 
Provisionalization for a single cementable dental implant restora 
tion (Kaiser and Jones). 1999:81:729-30 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al). 1999; 
81:469-75 
Iensile bond strengths of provisional luting agents used with an 
1999:81:510-4 


Tissue sculpturing: an alternative method for improving esthetics 


implant system (Ramp et al 


of anterior fixed prosthodontics (Jacques et al). 1999;81:630-3 
Retention 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Effects of three bonding systems on the torsional resistance of 
titanium-reinforced composite cores supp« ted by two post 
designs Cohen et al). 1999:81:678-83 
Factors affecting retention of post systems: a literature review 
Stockton). 1999;81:380-5 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 
Indexing procedures for converting removable partial dentures 
after extractions while the patient retains the prosthesis (Liva 
ditis). 1999;81:485-91] 
Intracrown ring for crown and fixed partial denture abutments 
(Jonjic et al). 1999;81:218-23 
Method for enhancing retention in complete denture bases 
Kikuchi et al). 1999;81:399-403 
New telescopic crown design for removable partial dentures 
Minagi et al). 1999;81:684-8 
Overdenture retention of four resilient liners over an implant bar 
Kiat-Amnuay et al). 1999;81:568-73 
Procedure for obturating the access canal and preventing the 
loosening of the abutment screw in an implant-retained fixed 
prosthesis (von Krammer). 1999;81:234-6 
Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999;81:668-77 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) 
1999:81:469-75 
Retention of provisional crowns fabricated from two materials 
with the use of four temporary cements (Lepe et al) (1999;81 
469-75). 1999-81:728 (Correction) 
ensile bond strengths of provisional luting agents used with an 
implant system (Ramp et al). 1999;81:510-4 
he use of a stent-resin—bonded splint combination to stabilize a 
free gingival autograft (Arikan and Turker). 1999;81:215-7 
Retraction cords 
Clinical trial of gingival retraction cords (Jokstad). 1999;81:258-61 
Review literature 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Factors affecting retention of post systems: a literature review 
(Stockton). 1999;81:380-5 
Rigid connectors; see Connectors 
Risk factors 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Root canal; see Pulp cavity 
Rubber 
Color stability and colorant effect on maxillofacial elastomers 
part I: colorant effect on physical properties (Haug et al) 
1999:81:418-22 
Color stability and colorant effect on maxillofacial elastomers. 
part II: weathering effect on physical properties (Haug et al). 
1999:81:423-30 
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Color stability and colorant effect on maxillofacial elastomers 
part III: weathering effect on color (Haug et al). 1999;81 
431-8 

Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999; 
81:704-9 

Effect of disinfectant agents on dimensional stability of elas 
tomeric impression materials (Adabo et al). 1999;81:621-4 

Overdenture retention of four resilient liners over an implant bar 
(Kiat-Amnuay et al), 1999;81:568-73 

Procedure to prevent cast breakage during separation from elas 
tomeric impressions (Galindo and Hagan). 1999;81:37-8 

Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999;81:439-43 

Rugae 

A simple method of adding palatal rugae to a complete denture 

(Gitto et al). 1999;81:237-9 


S 
Safety 
Alternative use for polyvinyl acetate in the dental laboratory 
McCord et al). 1999;81:496 (Tips) 
Saline; see Sodium chloride 
Saliva 
Method for enhancing retention in complete denture bases 
(Kikuchi et al). 1999;81:399-403 
Screws; see Bone screws 
Semirigid connectors; see Connectors 
Serum albumin, bovine 


Accelerated toxicity testing of casting alloys and reduction of 


intraoral release of elements (Nelson et al). 1999;81:715-20 
Setting expansion 
Nonuniform vertical and horizontal setting expansion of a phos 
phate-bonded investment (Takahashi et al). 1999;81:386-91 
Sex 
Survival of Dicor glass-ceramic dental restorations over 14 years: 
part I. Survival of Dicor complete coverage restorations and 
effect of internal surface acid etching, tooth position, gender, 
and age (Malament and Socransky). 1999;81:23-32 
Shrinkage 
Crack propensity of porcelain laminate veneers: a simulated oper 
atory evaluation (Magne et al). 1999;81:327-34 
Effect of luting composite shrinkage and thermal loads on the 
stress distribution in porcelain laminate veneers (Magne et al) 
1999:81:335-44 
Effect of processing method on the dimensional accuracy and 
water sorption of acrylic resin dentures (Wong et al). 1999;81: 
300-4 
Silicoater technique; see Bonding 
Silicone elastomers 
Color stability and colorant effect on maxillofacial elastomers. 
part I: colorant effect on physical properties (Haug et al) 
1999:81:418-22 
Color stability and colorant effect on maxillofacial elastomers. 
part II: weathering effect on physical properties (Haug et al). 
1999:81:423-30 
Color stability and colorant effect on maxillofacial elastomers. 
part III: weathering effect on color (Haug et al). 1999;81: 
431-8 
Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999;81: 
704-9 
Effect of disinfectant agents on dimensional stability of elas 
tomeric impression materials (Adabo et al). 1999;81:621-4 
Overdenture retention of four resilient liners over an implant bar 
(Kiat-Amnuay et al). 1999;81:568-73 
Procedure for obturating the access canal and preventing the 
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loosening of the abutment screw in an implant-retained fixed 
prosthesis (von Krammer). 1999;81:234-6 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999;81:439-43 
Silver 
Effect of noble metal conditioners on bonding between prosthet 
ic Composite materials and silver-palladium-copper-gold alloy 
(Matsumura et al). 1999;81:710-4 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Sleep apnea syndromes 
Elastic retracted oral appliance to treat sleep apnea in mentally 
impaired patients and patients with neuromuscular disabilities 
(Yoshida). 1999;81:196-201 
Sleeve ring 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part II (Mensor et 
al). 1999:81:404-10 
Sodium chloride 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
Speech 
Can dental prostheses influence vocal parameters? (Seifert et al) 
1999:81:579-85 
A simple, expeditious method for placement of thermoplastic 
impression material for speech aid prostheses (Psillakis et al). 
1999:81:247-8 (Tips) 
A simple method of adding palatal rugae to a complete denture 
(Gitto et al). 1999;81:237-9 
Splints 
Finite element stress analysis on the effect of splinting in fixed 
partial dentures (Yang et al). 1999;81:721-8 
he use of a stent-resin—bonded splint combination to stabilize a 
free gingival autograft (Arikan and Turker). 1999;81:215-7 
Stainless steel 
Effect of adhesive drying time on the bond strength of irre 
versible hydrocolloid to stainless steel (Leung et al). 1999; 
81:586-90 
Stents 
Modification of the surgical template as a flap retractor in implan 
tation procedures (Artzi and Segal). 1999;81:642-3 (Tips) 
The use of a stent-resin—bonded splint combination to stabilize a 
free gingival autograft (Arikan and Turker). 1999;81:215-7 
Stomatitis, denture 
Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999:81:207-14 
Stomatognathic system 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453-9 
Stone; see Calcium sulfate 
Storage 
Storage stability of dental luting agents (Hondrum). 
1999-81:464-8 
Stress, mechanical 
Clinical evaluation of all-ceramic crowns (Dicor) in general prac 
tice (Sjégren et al). 1999;81:277-84 
Effect of glaze thickness on the fracture toughness and hardness of 
alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 
Effect of luting composite shrinkage and thermal loads on the 
stress distribution in porcelain laminate veneers (Magne et al). 
1999:81:335-44 
Finite element stress analysis on the effect of splinting in fixed 
partial dentures (Yang et al). 1999;81:721-8 
Photoelastic stress analysis of load transfer to implants and natur- 
al teeth comparing rigid and semirigid connectors (Nishimura 
et al). 1999;81:696-703 
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Stress analysis 
Finite clement stress analysis on the effect of splinting in fixed 
partial dentures (Yang et al). 1999;81:721-8 
Photoelastic stress analysis of load transfer to implants and natur 
al teeth comparing rigid and semirigid connectors (Nishimura 
et al). 1999-81:696-703 
Styloid process 
Eagle’s syndrome associated with temporomandibular disorder: a 
clinical report (Rizzatti-Barbosa et al). 1999;81:649-51 
Sulfur 
Eftect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
(Matsumura et al). 1999:81:710-4 
Sunset yellow solution 
Color stability of denture base acrylic resins in three food col 
orants (Hersek et al). 1999;81:375-9 
Surface properties 
Effect of glaze thickness on the fracture toughness and hardness of 
alumina-reinforced porcelain (Baharav et al). 1999;81:515-9 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Retention of adhesive cement on the tooth surface after crown 
cementation (Mitchell et al). 1999;81:668-77 
Surgical flaps 
Modification of the surgical template as a flap retractor in implan 
tation procedures (Artzi and Segal). 1999;81:642-3 (Tips) 
Survival 


Effects of three bonding systems on the torsional resistance of 


titanium-reinforced composite cores supported by two post 
designs (Cohen et al). 1999;81:678-83 

Survival of Dicor glass-ceramic dental restorations over 14 years 
part II: effect of thickness of Dicor material and design of 
tooth preparation (Malament and Socransky). 1999;81:662-7 


T 
Tartrazine 
Color stability of denture base acrylic resins in three food col 
orants (Hersek et al). 1999;81:375-9 
Technology 
Dental technology. 1999;81:33-8, 215-39, 365-8, 485-95, 625 
37, 729-30 
Telescopic crown; see Crowns 
Templates 
Fabrication and use of a surgical template for placing implants to 
retain an auricular prosthesis (Asher et al). 1999;81:228-33 
Modification of the surgical template as a flap retractor in implan 
tation procedures (Artzi and Segal). 1999;81:642-3 (Tips) 
Preoperative auricular wax pattern duplication for surgical tem 
plate fabrication (Wang). 1999;81:634-7 
Temporary restoration; see Restoration, temporary 
Temporomandibular joint 
Comparison of clinical profiles and treatment outcomes of an 
elderly and a younger temporomandibular patient group (De 
Boever et al). 1999;81:312-7 
Eagle’s syndrome associated with temporomandibular disorder: a 
clinical report (Rizzatti-Barbosa et al). 1999;81:649-51 
The influence of mandibular movements on joint sounds in 
patients with temporomandibular disorders (Leader et al). 
1999:81:186-95 
Position paper regarding diagnosis, management, and treatment 
of temporomandibular disorders (Dawson). 1999;81:174-8 
Tensile strength 
Effect of luting composite shrinkage and thermal loads on the 
stress distribution in porcelain laminate veneers (Magne et al). 
1999;81:335-44 
Tensile bond strengths of provisional luting agents used with an 
implant system (Ramp et al). 1999;81:510-4 
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Thermal expansion 


Nonuniform vertical and horizontal setting expansion of a phos 


phate-bonded investment (Takahashi et al). 1999;81:386-91 
Thermal load 
Effect of luting composite shrinkage and thermal loads on the 
stress distribution in porcelain laminate veneers (Magne et al) 
1999:81:335-44 
Thermoplastics 
A simple, expeditious method for placement of thermoplastic 
impression material for speech aid prostheses (Psillakis et al) 
1999:81:247-8 (Tips) 
Tips from our readers 
Tips from our readers. 1999;81:240-8, 369-70, 496, 638-46, 
731-2 
Tissue conditioning 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
Cytotoxicity of dental casting alloys pretreated with biologic solu 
tions (Nelson et al). 1999;81:591-6 
Effect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
(Matsumura et al). 1999;81:710-4 
Tissue sculpturing 
Tissue sculpturing: an alternative method for improving esthetics 
of anterior fixed prosthodontics (Jacques et al). 1999;81:630-3 
Titanium 
Effect of surface contamination on adhesive bonding of cast pure 
titanium and Ti-6AI-4V alloy (Watanabe et al). 1999;81:270-6 
Effects of three bonding systems on the torsional resistance of 
titanium-reinforced composite cores supported by two post 
designs (Cohen et al). 1999;81:678-83 
Tomography 
Correlation between planned prosthetic and residual bone trajec 
tories in dental implants (Almog and Sanchez). 1999;81:562-7 
Tooth abrasion 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999;81:453-9 
In vitro investigation of the wear of human enamel by dental 
porcelain (Metzler et al). 1999;81:356-64 
Wear of low-fusing dental porcelains (Derand and Vereby) 
1999:81:460-3 
Tooth extraction 
Indexing procedures for converting removable partial dentures 
after extractions while the patient retains the prosthesis (Liva 
ditis). 1999;81:485-91 
Tooth loss 
Crack propensity of porcelain laminate veneers: a simulated oper 
atory evaluation (Magne et al). 1999;81:327-34 
Tooth root 
Factors affecting retention of post systems: a literature review 
(Stockton). 1999;:81:380-5 
An in vitro study of the fracture resistance and the incidence of 
vertical root fracture of pulpless teeth restored with six post 
and-core systems (Sirimai et al). 1999;81:262-9 
Torque 
Adapting the ITI torque driver for use with other implant systems 
(Luu and Tamiko). 1999;81:732 (Tips) 
The effect of the use of a counter-torque device on the abutment 
implant complex (Lang et al). 1999;81:411-7 
Manual closing torque in five implant abutment systems: an in 
vitro comparative study (Gross et al). 1999;81:574-8 
Torsion 
Effects of three bonding systems on the torsional resistance of 
titanium-reinforced composite cores supported by two post 
designs (Cohen et al). 1999;81:678-83 
Toxicity 
Accelerated toxicity testing of casting alloys and reduction of 
intraoral release of elements (Nelson et al). 1999;81:715-20 
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Cytotoxicity of dental casting alloys pretreated with biologic solu 
tions (Nelson et al). 1999;81:591-6 
Trajectory 
Correlation between planned prosthetic and residual bone trajec 
tories in dental implants (Almog and Sanchez). 1999;81:562-7 
[rajectories of condylar points during working-side excursive 
movements of the mandible (Peck et al). 1999;81:444-52 
Transfer coping technique 
Comparison of the accuracy of working casts made by the direct 
and transfer coping procedures (Azizogli et al). 1999;81:392-8 
Transplantation, autologous 
he use of a stent-resin—bonded splint combination to stabilize a 
free gingival autograft (Arikan and Turker). 1999;81:215-7 
Transverse strength 
Effect of five woven fiber reinforcements on the impact and trans 
verse strength of a denture base resin (Uzun et al). 1999;81 
616-20 
Tray 
Survey of prosthodontic impression procedures for complete den 
tures in general dental practice in the United Kingdom (Hyde 
and McCord). 1999;81:295-9 
Treatment failure 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Clinically relevant approach to failure testing of all-ceramic 
restorations (Kelly). 1999;81:652-61 
Treatment outcome 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Clinical complications of osseointegrated implants (Goodacre et 
al). 1999;81:537-52 
Comparison of clinical profiles and treatment outcomes of an 
elderly and a younger temporomandibular patient group (De 
Boever et al). 1999;81:312-7 
Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Development of a synthetic bolus using silicone elastomer for the 
study of masticatory efficiency (Compagnon et al). 1999;81 
704-9 
Long-term clinical outcomes of abutments treated with guided 
tissue regeneration (Cortellini et al). 1999;81:305-11 
Longitudinal peri-implant clinical responses in anterior mandibles of 
female patients: a preliminary report (Ow et al). 1999;81:689-95 
Occlusal rehabilitation of a patient with dentinogenesis imperfec 
ta: a clinical report (Henke et al). 1999;81:503-6 
Prosthodontic rehabilitation of an anhidrotic ectodermal dyspla 
sia patient: a clinical report (NaBadalung). 1999;81:499-502 
Survival of Dicor glass-ceramic dental restorations over 14 years 
part II: effect of thickness of Dicor material and design of 
tooth preparation (Malament and Socransky). 1999;81:662-7 
Treatment of nasopharyngeal stenosis with a conformer prosthe 
sis: a clinical report (Schaefer and Taylor). 1999;81:507-9 


U 


United Kingdom; see Great Britain 


V 
Velopharyngeal insufficiency 
Ireatment of nasopharyngeal stenosis with a conformer prosthe 
sis: a clinical report (Schaefer and Taylor). 1999;81:507-9 


Veneers 


Crack propensity of porcelain laminate veneers: a simulated oper 
atory evaluation (Magne et al). 1999;81:327-34 


Effect of luting composite shrinkage and thermal loads on the 


stress distribution in porcelain laminate veneers (Magne et al) 
1999:81:335-44 
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Effect of noble metal conditioners on bonding between prosthet 
ic composite materials and silver-palladium-copper-gold alloy 
(Matsumura et al). 1999;81:710-4 

Vertical dimension 

Can dental prostheses influence vocal parameters? (Seifert et al) 
1999-81:579-85 

Effect of disinfectant agents on dimensional stability of elas 
tomeric impression materials (Adabo et al). 1999;81:621-4 

Effect of processing method on the dimensional accuracy and 
water sorption of acrylic resin dentures (Wong et al). 1999; 
81:300-4 

Microwave disinfection of denture base materials colonized with 
Candida albicans (Dixon et al). 1999;81:207-14 

Survival of Dicor glass-ceramic dental restorations over 14 years 
part I. Survival of Dicor complete coverage restorations and 
effect of internal surface acid etching, tooth position, gender, 
and age (Malament and Socransky). 1999;81:23-32 

Vickers hardness number; see Hardness 
Voice 

Can dental prostheses influence vocal parameters? (Seifert et al) 

1999:81:579-85 


Ww 
Water 
Effect of processing method on the dimensional accuracy and 
water sorption of acrylic resin dentures (Wong et al). 1999; 
81:300-4 
Waxes 
Fabrication and use of a surgical template for placing implants to 
retain an auricular prosthesis (Asher et al). 1999;81:228-33 
Preoperative auricular wax pattern duplication for surgical tem 
plate fabrication (Wang). 1999;81:634-7 
Wear 
Evaluation of wear of selected prosthetic materials in contact with 
enamel and dentin (Koczorowski and Wloch). 1999:81:453-9 
In vitro investigation of the wear of human enamel by dental 
porcelain (Metzler et al). 1999;81:356-64 
Wear of low-fusing dental porcelains (Derand and Vereby) 
1999:81:460-3 
Welding 
Assessment of cold welding properties of the internal conical 
interface of two commercially available implant systems (Nor- 
ton). 1999-81:159-66 
Wettability 
Wettability of silicone rubber maxillofacial prosthetic materials 
(Waters et al). 1999;81:439-43 
Women 
Longitudinal peri-implant clinical responses in anterior mandibles 
of female patients: a preliminary report (Ow et al). 1999;81: 
689-95 
Wound healing 
Cardiovascular disease and treatment outcomes with osseointe 
gration surgery (Khadivi et al). 1999;81:533-6 
Ischemic osteonecrosis under fixed partial denture pontics: radi 
ographic and microscopic features in 38 patients with chronic 
pain (Bouquot and LaMarche). 1999;81:148-58 
Substituting Precision Margin Esthetics transmucosal abutments 
for healing abutments (Rungcharassaeng and Kan). 1999;81: 
245-6 (Tips) 


Z 
Zinc phosphate cement 
Current status of luting agents for fixed prosthodontics (Diaz 
Arnold et al). 1999;81:135-41 
Effect of tooth surface roughness on marginal seating and reten 
tion of complete metal crowns (Tuntiprawon). 1999;81:142-7 
Mechanical properties of dental luting cements (Li and White) 
1999:81:597-609 
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